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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards on 6 January 1989, aJ'lcr 
the draft finalized by the Bulic Handling Equipment Sectional Committee had been approved by the 
Mechanical Engineering Division Council. 

In the preparation of this standard considerable assistance has been derived IVom ISO 3284 - 1974 
'Continuous mechanical handling equipment for loose bulk materials — Dimensions of bends for 
use in pneumatic handling', issued by the International Organization for Standardization ( ISO ). 
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Indian Standard 

PNEUMATIC HANDLING EQUIPMENT — 
BENDS — DIMENSIONS 

1 SCOPE 

This Indian Standard specifies dimensions of bends for use in pneumatic handling equipment for 
loose bulk materials in three series; light, medium and heavy service duties. 

2 DIMENSIONS 

2.1 Light Duty Service 

Dimensions in millimetres of various parameters shall be as given below : 
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NOTE — Tiie priority series arc indicated. 








•These curves may be used in medium series 









2.2 Medium Duty Service 

Dimensions in millimetres of various parameters shall be as given below: 
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e priority series are indicated. 
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2.3 Heavy Duty Service 

Dimensions in millimetres of various parameters shall be as given below: 



Ij 

Inside Outside 


Small Curve 


Intermediate Curve 


Large C urve 


Oiamcler Diameter 

I) O, 




















Radius Length of 


Radius 


Length of 


Radius 


Length of 




Ri 1 Straight 


«. 


Straight 


/^;, 


Straight 




Sleeve 




Sleevi- 




Sleeve 


1 

40-2 48-3 


120-0 


1 /.i 


500 


500 


750 


500 


\ 50 


44 54-0 


120-0 i 50 


500 


500 


750 


500 


470 57-(l 


150-0 i 50 


500 


500 


750 


500 


50-3 60-3 


150 50 


500 


500 


750 


500 


; 57-4 70-0 


[600 : 50 


750 


500 


i 000 


500 


63-5 76-1 


175-0 - 50 


750 


500 


1 000 


500 


! 76-3 88 9 


200-0 50 


750 


500 


1 500 


500 


89-0 101-6 


200-0 1 50 


750 


500 


! 500 


500 


95-4 i 108-0 


200-0 50 


750 


500 


1 500 


500 


101-7 144-3 


215-0 j 75 


1 000 


500 


1 500 


500 


1204 133-0 


250-0 75 


1 000 


500 


i 500 


M)0 


127-1 139-7 


265-0 ! 75 


1 000 


500 


] 500 


500 


146 4 159 () 


300-0 75 


1 000 


500 


1 500 


500 


15'^-7 168-3 


3200 I 100 


1 000 


500 


1 500 


500 


1 177-7 193-7 


365 1 J 00 

! 


1 000 


500 


1 500 


500 


i 203-1 , 219-1 


415-0 


100 


1 000 


500 


1 500 


500 


228 5 2445 


465-0 


100 


1 000 


500 


! 500 


500 


253-0 273-0 


550-0 


150 


i 1 000 


500 


1 500 


500 


303-9 3239 


6500 ' 150 


1 500 


500 


2 000 


500 


335-6 j 355-6 . 


700-0 ; 150 

i 


] 500 


500 


2 000 


500 


NOTES 








1 The priority series arc 
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made in cast materials. 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on 
products covered by an Indian Standard conveys the assurance that they have been produced 
to comply with the requirements of that standard under a well defined system of inspection, 
testing and quality control which is devised and supervised by BIS and operated by the 
producer. Standard marked products are also continuously checked by BIS for conformity 
to that standard as a further safeguard. Details of conditions under which a licence for the 
use of the Standard Mark may be granted to manufacturers or producers may be obtained 
from the Bureau of Indian Standards. 



Bureau of Indian Standards 



BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonius development of the activities of standardization, marking and quality certification of 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time to time. Users of Indian Standards should ascertain that they are in possession 
of the latest amendments or edition. Comments on this Indian Standard may be sent to BIS 
giving the following reference : 

Doc : No. EDC 84 ( 5043 ) 
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